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PREPARING WIRES FOR RECONNECTION 


X 



OCut off insulating material 
around rubber covered wires. 
If asbestos, cut about one- 
half inch from end of outer 
covering . 


0 Slit rubber covering.... 
bare enough wire to 
go once around the 
screw. Don't cut too 
deeply or you'll injure 
the wires. 
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★ JUL 6- 1943 ★ 



O Cut off rubber cover... 
also fine threads next 
to the wires . 


G Scrape the wires gently 
until bright.... then twist 
each bundle together. 
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